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SUBJECT: FDA REPRESENTATIVE MAKING SITE VISIT 

1. FDA ADVISES THAT DR. BERNARD SCHLEIEN, TECHNICAL 
ADVISOR. OFFICE OF MEDICAL AFFAIRS. BUREAU OF 
RADIOLOGICAL HEALTH, WILL BE IN ENGLAND JUNE 10 - 15. 1975. 

2. DR. SCHLEIEN WILL MEETWITH DR. ROY ELLIS AT THE 
UNIVERSITY OF LEEDS. AND WILL DISCUSS JOINT DEVELOPMENT AND 
PUBLICATION OF A SYSTEM FOR THE ESTIMATION OF ACTIVE 

BONE MARROW DOSS FROM MEDICAL X-RAYS. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. 
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